
DEVAL L, PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 


The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


02/17/2012 


Kathleen Cello 

Assistant District Attorney, Suffolk County 


Dear ADA Celio, 


Enclosed is the information you requested in regards to Connnonwealth vs.| 
Included are copies of the following: 


1, Ding Analysis Laboratory Receipt. 

2, Control Cards with analytical results for samples 

3, Analysis sheets with custodial chemist’s hand notations and test results. 

GC/Mass analytical data for samples 

Anni e Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Kate Corbett analyzed the GC/MS data for tliis sample. 

If you have any questions about these materials, please call me at the number below. 



Annie Dookhan 
Chemist 

Ding Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


The Commonwealth of Massachusetts 

Excculive Office of Health and Hum an Services 
Department of Public Health 
State Laboratory* Institute 


DRUG RECEIPT 


Amlierst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Aniherst Hours 

9:00-12:00 

1:00-3:00 
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City: Chelsea Police Dept. 
Officer; Detective BRIZUELA 

Amount: 

No. Conf: 1 Cont: pb 

DaleRec'd; 11/04/2010 
Gross Wt.: 16.25 


SubsbSUB 

No. Analyzed; 

Net Weight: 

# Tests: 


Prelim: 


Findings: 
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Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested: Z- 


AGENCY CS^&K^oc^ ■ 


ANALYST 


Evidence WL 


PHYSICAL DESCRIPTION: 




‘3>\r^\ vcy\ 


Gross Wt ( 1^): Z . 3'!'^ 
Gross Wt ( 2 ..): O . 0\ 

Pkg.Wt:_ 

Net Wt; 




PREHMINARY TESTS 
Spot Tests 

Cobalt 

xThiocyanate ( ~) V 
2- Marquis_^ 

Froehde's_ ^ 

^ Mecke's 


MtcrocivstaHIne Tests 
Gold 

' 2 ^ Chloride_^j_ 

TLTA ( -) -V _ 

OTHER TESTS 


PRELIMINARY TEST RESULT.q 

RESULTS_ Pair rn\^ 

DATE IT..- S-uD 


GC/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR_ 

DATE \ 2-1.0 -10 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE n 

No. of samples tested:_ \_ 


AGENCY cV-e-VSe 




PHYSICAL DESCRIPTION! 


'^O'-ocLajs-cS. 
v'\ V 


g y-\rV ^ ^ \ '- \ \ \ \ ~^ 2- S<-> t 

DV,c>vi-A_S. ^VivCvwo WT- 


ANALYST 
Evidence WL 


^2. 


Gross Wt { ): \'^~gr'=\Q^ 

Gross Wt ( ):_ ' 

Pkg. Wt:_ 

Net Wt: tg. 1 Sr L <A 




PRELiMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (—)^ 
Marquis 

Froehde's - 
Mecke's 


Microcrvstalllne Tests 
Gold 

Chloride_ 

TLTA ( ) 

OTHER TESTS 
- _ 


ad - — 


PRELIMINARY TEST REStll T.S 
RESULTS 

DATE vx- \1S - t C> 


G^/M<CONFIRMATQRY TEST CV^C> 

RESULTS_ 

MS 

OPERATOR _ 

DATE \ 7— I G.~ \ Ca 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 



AGENCY C\ > 


ANALYST 


No. of samples tested: \ 


Evidence Wt 



PHYSICAL DESCRIPTION- 

cS^y\jL cC S c.^ 


Gross Wt ( ): Q . 

Gross Wt ( ):__ 

Pkg. Wt;_ 

Net Wt: Q . VCLo \ 


Q V\C-i„k_V.5. V o \ V O 






PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (-yj 
Marquis 
Froehde's 
Mecke's_ 


Mlcrocrystalline Tests 
Gold 

Chloride 4- _ 

TLTAJjA^_ 

OTHER TESTS 


PRELIMINARY TEST RESHI T.S 
RESULTS <§fi>^,rxn 
DATE ip 


GC/MS CONFIRMATORY TEST 


RESULTS 


r o' 


±aj2. 


MS 

OPERATOR 


VC-CX- 


DATE 




Revised 7/2005 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q4-2010\SYSTEM7\12_16_10\761204.D 
KAC 

16 Dec 2010 12:00 

BLANK 

1 

DRUGS . M 
RTE 


4&1Z. 


Abundance TIC: 761204.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


761204.D 


Tue Jan 31 11:34:06 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F; \Q4-2 010\SYSTEM7\12__16_10\761205 .D 
KAC 

16 Dec 2010 12:12 

COCAINE STD 

5 

DRUGS . M 
RTE 


Abundance 


1000000 


500000 


TIC: 761205.D\dafa.ms 


4.707 


0 ■‘••i- p T~T' T * " t~'|’~~rr 

Time-> 2.00 2.60 


T’ 


T’ 






3.00 3.50 4.00 4.60 5.00 5.60 6.00 6.50 7.00 7.60 8.00 8.60 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

4.707 

1275662 

100.00 

100.00 


761205.D 


Tue Jan 31 11:34:10 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q4-2010\SYSTEM7\12_16__10\761205.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 12:12 

Sample Name : COCAINE STD 

Submitted by ; 

Vial Number : 5 

AcquisitionMeth; DRUGS,M 
Integrator ; RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.71 C:\Database\SLI.L 

COCAINE 000050-36-2 99 




761205.D Tue Jan 31 11:34:11 2012 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q4-2010\SYSTEM7\12_16_10\761206.D 

KAC 

16 Dec 2010 12:25 

BLANK 
ASD 
1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


761206.D Tue Jan 31 11:34:15 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4--2 010\SYSTEM7\12_16_10\761207 .D 
KAC 

16 Dec 2010 12;38 


DRUGS.M 
RTE 


Abuncfance 


TIC: 761207.D\data.ms 


4000000 

3000000 

2000000 

1000000 

0 


4.‘ 

'18 

3.886 

.... Uw 



Tlme-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7 . 00 7 . 50 8.00 8.50 9.00 9.5 0 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

656270 

10,71 

12.00 

4,718 

5470213 

89.29 

100.00 


761207 .D 


Tue Jan 31 11:34:19 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q4-2010\SYSTEM7\12_16_10\761207.D 

Operator : KAC 

Date Acquired ;8 

Sample Name : 

Submitted by ; 

Vial Number : 7 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C;\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazolC; 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.844 to 4.066 min.: 761207.D\da{a.ms (-) 



Abundance #59449: lmidazo[2,1-blthiazo(8, 2,3,5,6-tetfahydro-6-phenyl-, (S)- 



761207.D Tue Jan 31 11:34:20 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : P:\Q4-2010\SYSTEM7\12_16_10\761207.D 

Operator : KAC 

Date Acquired ; : 3 8 

Sample Name ; 

Submitted by : 

Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C : \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


2 4.72 C;\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 to 4.871 min.: 761207 D\data.ms {-) 



Abundance 


#29: COCAINE 



761207.D Tue Jan 31 11:34:20 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12__16_10\761208 ,D 
KAC 

16 Dec 2010 12:50 


ASD 

8 

DRUGS.M 
RTE 


Abundance 

3000000 


2000000 


1000000 


OV 


3.886 


T!C; 761208.D\dala.ms 


4.712 


4V-r 


-pn 




■■jT T T 1 I I I I { } 1 I 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8,00 8.60 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3 , 886 

366456 

10.39 

11.59 

4.712 

3162014 

89.61 

100.00 


761208.D 


Tue Jan 31 11:34:25 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761208.D 

Operator ; KAC 

Date Acquired : 16 Dec 2010 12:50 

Sample Name : 

Submitted by : 

Vial Number : 8 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW TOX2,L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3.89 

C:\Database\NIST05a.L 






Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 



Imidazo[2,1-b]thiazole. 

2,3,5,6-tet 

006649-23-6 

97 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 


Abundance Average of 3.849 io 3.997 min.; 761208.O\data7rns {-) 

148 



761208.D Tue Jan 31 11:34:25 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

Pile Name ; F:\Q4-2010\sySTEM7\l2_16_10\761208.D 

Operator : KAC 

Date Acquired ; : 5 0 

Sample Name : 

Submitted by : 

Vial Number : 8 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C;\Database\SLI.L 

C;\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

PKff RT Library/ID 


2 4.71 C;\Database\SLI.L 

COCAINE 000050-36-2 99 


CAS# Qual 


Minimum Quality: 80 
Minimum Quality; 80 



Abundance #29: COCAINE 



761208.D Tue Jan 31 11:34:26 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12__1610\761209 .D 
KAC 

-3 : 03 


ASD, 

9 

DRUGS.M 
RTE 


Abundance 

4000000 

4 : 

T!C: 761209.D\c(ata.ms 
’17 

3000000 



2000000 



1000000 

3.886 

I 


O' 

I 

j-7~T-r'rT-T'Tn--T-7-T'r-T-T--r-r''r 1 i ; i r-r-r^ 



Time-> 2,00 2.50 3.00 3,_50 4-00 4.50 5.00 5.50 6.00 6.50 7.00 7.60 8.00 8.50 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

644159 

12.51 

14.30 

4,717 

4505206 

87.49 

100.00 


761209.D Tue Jan 31 11:34:30 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM7\12_16_10\761209.D 
KAG 

16 Dec 2010 13:03 


ASD 

9 

DRUGS.M 
RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST05a,L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 



Abundance 


#59447: imidazo[2,1-b](hiazole, 2,3,5,6-l8trahydfo-6-phenyl-, (S)- 



761209.D Tue Jan 31 11:34:31 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

Pile Name : F:\Q4-2010\SYSTSM7\12_16_10\761209.D 

Operator ; KAC 

Date Acquired : 16 Dec 2010 13:03 

Sample Name : 

Submitted by : ASD 
Vial Number ; 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWTOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C;\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.659 to 4.871 min.: 761209.D\data.ms (-) 



Abundance #29; COCAINE 



761209.D Tue Jan 31 11:34:32 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTSM7\12_16_10\761210.D 

KAC 



10 

DRUGS.M 
RTE 


Abundance 

4000000 

3000000 

2000000 

1000000 

0 


TfC: 761210.D\data.ms 


3.886 

I 


18 




Tim 0 -> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 6.50 6.00 6.50 7.00 7.60 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3 . 886 

617766 

10.78 

12.08 

4.718 

5112747 

89.22 

100.00 


761210.D Tue Jan 31 11:34:36 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761210.D 

Operator : KAC 

Date Acquired : ; 16 

Sample Name : 

Submitted by : ASD 

Vial Number ; 10 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 



761210,D Tue Jan 31 11:34:37 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16__10\761210.D 

Operator : KAC 

Date Acquired : 13:16 

Sample Name ; 

Submitted by : 

Vial Number : 10 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C:\Datataase\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 


000050-36'-2 99 


Abundance Average of 4.659 to 4.818 min.: 76i210.D\(Jata.ms (-) 



m/ 2 -> 40 60 80 100._120 _ .140 160 180 200 220_2^0 _ 260 280 300 


Abundance #29: COCAINE 



761210.D Tue Jan 31 11:34:37 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761211.D 
KAC 

16 Dec 2010 13:28 


11 

DRUGS.M 
RTE 


Abundance TIC: 761211,D\data.ms 


6000000 

1 

'17 

4000000 



3000000 



2000000 



looooool 

3,886 

‘ 1 


Oi 




Time-> 2.00 2.50 3.00 3.60 4.00 4.50 5,00 5.50 6.00 6.50 7.00 7.60 8.00 8.50 9,00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

3 , 886 

754049 

11.80 

13.38 

4,717 

5635142 

88.20 

100.00 


761211 ,D 


Tue Jan 31 11:34:43 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; F;\Q4-2010\SYSTEM7\12_16_10\761211.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:28 

Sample Name : 

Submitted by ; ASD 
Vial Number ; 11 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWTOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3,849 to 4.008 min.: 761211.D\data.ms (-) 



Abundance #59447: lmidazot2,1-b]thiazole, 2,3,5,6-{etrahydro-6-phenyK (S)- 



761211. D Tue Jan 31 11:34:43 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761211.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13 :28 

Sample Name : 

Submitted by : 

Vial Number : 11 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abunctance Average of 4.659 to 4.860 min.: 761211.D\data.ms (-) 



761211.D Tue Jan 31 11:34:44 2012 Page 3 


Corbett etnaiI PRR 000765 










Area Percent / Library Search Report 


Information from Data File: 

File Name 

F;\Q4-2010\SYSTEM7\12 16 10\761212.D 

Operator 

KAC 

Date Acquired 

16 Dec 2010 13:41 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 761212.DWata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761212.D 


Tue Jan 31 11:34:48 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-2010\SYSTEjM7\l2_16_10\761213 .D 
KAC 

16 Dec 2010 13 ; 53 


13 

DRUGS.M 
RTE 


Abundance 


40000001 


3000000 


2000000 


1000000 


3,886 


Ot .r^vv 


TIC: 761213.DWata.nis 


4.T18 


■■l.'r-rT-T-T-|-T-T-T-T--I--rr-T-T-‘ 


r.j..,..T-T--,--,--v T- r-i--V T-T- r r-|-i-r.-,-pi-, rri 'l i r i | i i i i j i ■ r i | i i i i-l-r 

Time-> 2.00 2,50 3.00 3,S0 4.00 4.50 5,00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3 .886 

684844 

12.19 

13.88 

4.718 

4934771 

87.81 

100.00 


761213.D Tue Jan 31 11:34:54 2012 


Page 1 


Corbett email PRR 000767 






Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\Q4-2010\SYSTSM7\12_16_10\761213.D 

Operator : KAC 

Date Acquired 13 : 53 

Sample Name 

Submitted by ; ASD 

Vial Number : 13 

AcquisitionMeth: DRUGS.M 

Integrator ; RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NlST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 



Abundance #59447: lmidazo[2,1-bllhiazote, 2,3,6,6-tetrahydro-6-phenyl-, (S)- 



761213.D Tue Jan 31 11:34:55 2012 Page 2 


Corbett etnaiI PRR 000768 









Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12_16__10\761213.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 13:5 3 

Sample Name : 

Submitted by : 

Vial Number ; 13 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PM’W_TOX2 . L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.659 to 4,823 min,: 761213.0\data.ms (-) 



761213,0 Tue Jan 31 11:34:55 2012 Page 3 


Corbett etnaiI PRR 000769 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\12__16_10\761214 .D 
KAC 

16 Dec 2010 14 I 06 


ASD 
14 

DRUGS.M 
RTE 


Abundance TIC: 761214.D\dala.ms 


5000000 

4 : 

'18 

4000000 



3000000 



2000000 



1000000 

3.886 


0 

I 

Vn-T-T-T r- rr r f-T ■r v-V T -T- p- v-v T -r- i- r r-T -f- rr i-T-rn 1“' ' ' t ‘ ' M '' i 'r-T-'r-r-T-i- 


L) * V ] •T-r-v r - | --T-T--?- T -|'-rrf?“j"T 1 f T f I t t I j < ‘f^i-r-[-T-i-r-r- p- r* r-T-rr"r-T"T"|"i-r-T-T-|"r-r-T"fp-i tt- i ]“l“t i i | i < ■ ■ ^ i i i i yi 

Time-> 2.00 2.50 3,00 3.50 4.00 4.50 6.00 5.50 6.00 6.50 7.00 7.50 6.00 8.60 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

768154 

12.26 

13.98 

4.718 

5494902 

87.74 

100.00 


761214 .D 


Tue Jan 31 11:35:00 2012 


Page 1 


Corbett email PRR 000770 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761214.D 

Operator ; KAC 

Date Acquired : 16 Dec 2010 14:06 

Sample Name : 

Submitted by : 

Vial Number ; 14 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__T0X2. L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 


Abundance Average of 3.844 to 4,045 min.: 761214.D\da(a.ms (-) 



Abundance #59447: lmidazo[2,1'b]ihiazole, 2,3,5,6-lelrahydro-6-phenyl-, (S)- 



761214.D Tue Jan 31 11:35:00 2012 Page 2 


Corbett email PRR 000771 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTSM7\12_16_10\761214.D 
KAC 

16 Dec 2010 14:06 


ASD 

14 

DRUGS . M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

; 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


4.72 C;\Database\SLI.L 
COCAINE 


000050-36-2 


99 


AbLindance 

so! 

60i 

40i 

20 

0 


8^ 


Average of 4.675 to 4.882 min.: 761214.D\data.ms (-) 
182 


94 


42 


155 68 

il ij ti I ill 


105 


122 


135 


198 


209 223 246 259 


272 


303 




289 


341 


-rt-rtT-r I . 1 I I I ( I 1 1 f 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 260 300 


"320 340 


Abundance 

80 

60 

40 

20 


82 


42 


,55 68 


#29: COCAINE 


182 


94 


105 


122 


136 


152 166 

U.. I 


198 


214 


244 269 


272 


303 


I !■ 1 -, ■.-[■■■I .■T-r-[-rT-i I I I I ) i-pi I I 1 I I 1 I 1 I I I I I I I I I I ! T- r-. ’i | ' i ' ' J ' ' ' * I ' T ' ' 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


" I ‘ ‘ ' I ' 

320 340 


761214 .D 


Tue Jan 31 11:35:01 2012 


Page 3 


Corbett email PRR 000772 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM7\12_16_10\761215.D 
KAC 

16 Dec 2010 14:19 


15 

DRUGS.M 
RTE 


Abundance 


TfC: 761216.0\data.ms 

4.t28 


6000000 

4000000 

2000000 

0 

Time-> 2.00 2.50 3,00 3,60 4.00 4.50 6.00 5.50 6.00 6-5 0 7.00 7.50 8.00 8.50 9.00 9.50 


3.886 


yr-T- 


Ret. Time 

Area 

Area % 

Ratio % 

3,886 

1449305 

12.44 

14.21 

4.728 

10200992 

87.56 

100.00 


761215.D 


Tue Jan 31 11:35:05 2012 


Page l 


Corbett email PRR 000773 






Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12_16_10\761215.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 14:19 

Sample Name 
Submitted by 
Vial Number : 15 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b}thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3,844 to 4.166 min.: 761216.D\data.ms (-) 




761215.D Tue Jan 31 11:35:06 2012 Page 2 


Corbett email PRR 000774 


CAS# Qual 













Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12_16_10\761215.D 

Operator ; KAC 

Date Acquired : 16 Dec 2010 14:19 

Sample Name : 

Submitted by : 

Vial Number : 15 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.73 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.882 min.: 761215.D\daia.ms (-) 



761215.D Tue Jan 31 11:35:07 2012 Page 3 


Corbett etnaiI PRR 000775 








Area Percent / Library Search Report 


Information from Data File: 

File Name ; F;\Q4-2010\SYSTEM7\12_16_10\761216.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 16 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


16 Dec 2010 14:31 



Abundance 

6000000 

4000000 

2000000 


0 


3.886 


TIC; 761216.0\data.ms 


4.723 


~r 


“T 


Tjme-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.60 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1173544 

12.40 

14.16 

4.723 

8287068 

87.60 

100.00 


761216.D 


Tue Jan 31 11:35:11 2012 


Page 1 


Corbett email PRR 000776 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2 010\SYSTEM7\12_16__10\761216 .D 
KAC 

ASD 

16 

DRUGS,M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b}thiazole, 2,3,5,6-tet 014769-73-4 97 


Abundance Average of 3.844 to 4.024 min.: 761216.0\data.ms (-) 


1^8 



761216.D Tue Jan 31 11:35:12 2012 Page 2 


Corbett email PRR 000777 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761216.D 

Operator : KAC 

Date Acquired : : 31 

Sample Name : 

Submitted by ; 

Vial Number : 16 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NrST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


Abundance Average of 4.665 to 4.860 min.: 761216.D\data.ms {-) 



761216.D Tue Jan 31 11:35:13 2012 


Page 3 


Corbett email PRR 000778 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data File; 

F:\Q4-2010\SYSTEM7\12_16_10\761217.D 

KAC 



17 

DRUGS . M 
RTE 


Abundance 
5000000 
4000000 
3000000- 
2000000 
1000000 - 

Tlme-> 2.00 2.S0 3,00 3.60 4.00 4.50 5.00 5.U 6.00 6.50 7.00 7.50 8.00 8.50 9,00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

3 . 886 

1067700 

13.22 

15.23 

4,717 

7009541 

86.78 

100.00 



TIC: 761217.DWata.ms 

a :, 

'17 

3.886 

j 

_i_ 

L 


761217.D 


Tue Jan 31 11:35:17 2012 


Page l 


Corbett email PRR 000779 





Area Percent / Library Search Report 


Information from Data File: 

File Name : P;\Q4-2010\SySTEM7\12_16_10\761217.D 

Operator : KAC 

Date Acquired : 

Sample Name ; 

Submitted by : ASD 
Vial Number : 17 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo [2,1-b] thiazole, 2,3,5,6--tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 



Abundance #59447: lmidazo[2,1-b]thiazote, 2,3,5,6-letrahy<Jro-6-phenyl-, (S)- 



761217.D Tue Jan 31 11:35:18 2012 Page 2 


Corbett email PRR 000780 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P;\Q4-2010\SYSTEM7\12_16_10\761217.D 
KAC 

16 Dec 2010 14:44 


17 

DRUGS.M 
RTE 


Search Libraries; 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C; \Database\PMW__TOX2 . L 


Minimum Quality; 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


4.72 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 

80 

60? 

1 

1 

4ol 

20 


8^ 


Average of 4.659 lo 4.844 min.: 761217.D\data.ms (-) 
182 


42 


oV- 


65 68 


94 


122 
08 ! 


140 


162 166 


198 


303 


■ i -" i ' f i'T'i ' [ 1 f' I r | rT '’ ; ~ p 


'' I" '' ' ' 'f n -n V 


272 

214 230242 268 1 289 

T-T-rr-r-f 


365 


■■■l-rr-i-r-p 


m/z-> 40 60 80 100 120 140__J60 180 200 220 240.260 280 300 320 340 


Abundance 

80 

60 

40? 


82 


#29: COCAINE 


182 


94 


m/z-> 


20 1 

I i 55 68 


i08 


122 


135 


"T T j "1 i ‘ I I I N *1 


198 


214 


244 259 


272 


303 


4 0 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


761217 .D 


Tue Jan 31 11:35:18 2012 


Page 3 


Corbett email PRR 000781 












Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\12 16 10\761219.D 

Operator 

KAC 

Date Acquired 

16 Dec 2010 15:09 

Sample Name 

BLANK 

Submitted by 


Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 761219.0\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761219,D Tue Jan 31 11:35:25 2012 


Page 1 


Corbett email PRR 000782 






Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\12 16 10\761220.D 

Operator 

KAC 

Date Acquired 

16 Dec 2010 15:22 

Sample Name 

COCAINE STD 

Submitted by 


Vial Number 

20 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance 


1000000 


500000 


0 


TIC: 761220.O\dala.ms 


4.707 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 6.50_6,00 


-n-p-TT 

6.50 


7.00 


7.50 


8.00 


8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.707 

1318255 

100.00 

100.00 


761220,D 


Tue Jan 31 11:35:29 2012 


Page 1 


Corbett email PRR 000783 






Area Percent / Library Search Report 


Information from Data File: 

File Name : P;\Q4-2010\SySTEM7\l2_16_10\761220.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 15:22 

Sample Name : COCAINE STD 

Submitted by : 

vial Number : 20 

AcquisitionMeth: DRUGS. M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.71 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 to 4.807 mm.: 761220.D\data.ms (-) 



Abundance #29: COCAINE 



761220.D Tue Jan 31 11:35:30 2012 Page 2 


Corbett email PRR 000784 











Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEN7\12_16_10\761221.D 

KAC 

16 Dec 2010 15:35 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance TIC: 761221.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761221.D Tue Jan 31 11:35:35 2012 


Page 1 


Corbett email PRR 000785 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM7\12_16_10\761222.D 
KAC 

16 Dec 2010 15:47 


ASD 
22 

DRUGS.M 
RTE 


Abundance TIC: 761222.D\data.ms 

5000000; 4.tl7 


4000000: 
3000000] 
20000001 


1000000 

0 

Tifne-> 


3.886 

! 



2,00 2.b 

3.00 3.S0 4.00 4.50 

’ t ' ' ' ' ’ M ' ' 

5.00 5,5^__e.00 

6.50 7.00 7.50 8.00 8.50 9,00 9.60 

Ret. Time 

Area 

Area % 

Ratio % 

3 , 886 

4,717 


692373 10.63 

5820268 89.37 

11.90 

100.00 


761222. D Tue Jan 31 11:35:39 2012 


Page l 


Corbett email PRR 000786 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4--2010\SYSTEM7\12_16_10\761222.D 

KAC 

16 Dec 2010 15:47 


ASD 

22 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 


Imidazo[2,1-b]thiazole, 

2, 

3,5,6-tet 

014769-73-4 

99 

Imidazo[2,1-b]thiazole, 

2, 

3,5,6-tet 

014769-73-4 

97 

Imidazo[2,1-ta]thiazole, 

2, 

3,5,6-tet 

006649-23-6 

97 



Abundance #59447: lmidazoE2,1-b]thiazol8. 2,3,6,6-telrahydro-6-phenyl-, (S)- 



761222.D Tue Jan 31 11:35:39 2012 Page 2 


Corbett email PRR 000787 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761222.D 

Operator ; KAC 

Date Acquired ; 16 Dec 2010 15:47 

Sample Name : 

Submitted by : ASD 
Vial Number : 22 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4,72 C;\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance 


#29: COCAINE 



761222 , D Tue Jan 31 11:35:40 2012 Page 3 


Corbett email PRR 000788 







Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File; 

F; \Q4-2010\SYSTEM7\12_16__10\761223 .D 
KAC 

16 Dec 2010 16:00 



23 

DRUGS . M 
RTE 


Abundance 


TIC: 761223.D\data.ms 


4. 

'18 

4000000 



3000000 



2000000 



1000000 

3.886 

1 


0 

r i n-i T ! r 1 1 ^ > 1 1 1 1 1 1 rWH'-r-T--.-r-T"T- 

•W--;--r-i--T 1 j i T i-T-r']'T i t r i i ' * M > ' I't t i | i-f;--r-T"frTT'r-r~r .. i i ' 


Time-> 2,00 2,60 3.00 3.60 4.00 4.50 5.00 5.50 6,00 6.50 7.00 7 .50 8.00 8.50 9.00 9.60 


Ret, Time 

Area 

Area % 

Ratio % 

3 .886 

652201 

11.09 

12.47 

4.718 

5231426 

88.91 

100,00 


761223 . D Tue Jan 31 11:35:44 2012 


Page 1 


Corbett email PRR 000789 






Area Percent / Library Search Report 


Information from Data File: 

File Name ; F;\Q4-2010\SYSTEM7\12_16_10\761223.D 

Operator ; KAC 

Date Acquired : 16 Dec 2010 16:00 

Sample Name : 

Submitted by : ASD 
Vial Number : 23 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NlST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 



Abundance #59447: imidazo[2,1-b}lhlazoie, 2,3.5,6-tetfahydro-6-phenyl', (S)- 



761223,D Tue Jan 31 11:35:45 2012 Page 2 


Corbett email PRR 000790 








Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12_16__10\761223.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:00 

Sample ; 

Submitted by : 

Vial Number : 23 

AcquisitionMeth: DRUGS.M 
Integrator : RTS 


Search Libraries; C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C;\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 to 4.866 min.: 761223.D\clata.ms (-) 



m/z-> 40 60 80 100 J_2q 140 160 180 200 220 _240_260 280 300 


Abundance #29: COCAINE 



761223.D Tue Jan 31 11:35:46 2012 Page 3 


Corbett email PRR 000791 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761224.D 
KAC 

16 Dec 2010 16:12 

ASD 

24 

DRUGS . M 
RTF 


4.tl7 


TIC: 761224.D\dala.ms 


Abundance 
5000050 i 

4000000 
3000000 
2000000 
1000000 

Time-> 2.00 2.50 3.00 3.S0 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


3.886 


Ret, Time 

Area 

Area % 

Ratio % 

3 . 886 

880797 

12.17 

13.85 

4.717 

6357343 

87.83 

100.00 


761224.D Tue Jan 31 11:35:50 2012 


Page 1 


Corbett email PRR 000792 




Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\Q4-2010\SYSTEM7\12_16_10\761224.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 16:12 

Sample Name : 

Submitted by ; ASD 
Vial Number : 24 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

PK|i RT Library/ID 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


Abuncfance Average of Z.844 to 4.055 min.: 761224.D\data.ms (-) 



Abundance #69447: lmidazoI2,1-b]thiazole, 2,3,5,6-tetrahydro-6-phenyl-, (S)- 



m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 


761224.D Tue Jan 31 11:35:51 2012 


Page 2 


Corbett email PRR 000793 






Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Q4-2010\SySTEM7\12_16_10\761224.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:12 

Sample Name : 

Submitted by : ASD 
Vial Number ; 24 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C; \Database\PMW__TOX2 , L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.860 min.; 761224.D\data.ms (-) 



761224.D Tue Jan 31 11:35:51 2012 Page 3 


Corbett email PRR 000794 







Area Percent / Library Search Report 


Information from Data Pile: 

Pile Name : F:\Q4--2010\SYSTEM7\12_16_10\761225.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 25 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 



Abundance 

5000000 

4000000 

3000000 

2000000 

1000000 

0 


-y-r 


TIC: 761225.D\data.ms 


4. 


3.886 




!"T"T' f-T-i-r-r-?■■■■!■ 




18 


Time-> 2.00 2.50 3.00 3.60 4.00 4.50 


5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

974439 

12.46 

14.23 

4.718 

6847639 

87.54 

100.00 


761225.D 


Tue Jan 31 11:35:56 2012 


Page l 


Corbett email PRR 000795 




Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\Q4-2010\SYSTEM7\12_16_10\761225.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:25 

by 

Vial Number : 25 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries; C;\Database\SLI,L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality; 80 

C; \Database\PMVJ_TOX2. L 

PKff RT Library/ID CAS# Qual 


1 3.89 C;\Database\NrST05a.L 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 98 

. Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 97 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.854 to 4.061 min.: 76i225.D\data.ms {-) 



761225.D Tue Jan 31 11:35:56 2012 Page 2 


Corbett email PRR 000796 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761225.D 

KAC 

16 Dec 2010 16:25 


25 

DRUGS.M 
RTE 


Search Libraries; C;\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality; 80 

PK# RT Library/ID 

CAS# 

Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80 


8? 


Average of 4.670 to 4.829 min.: 761225.D\data.ms {-) 
182 


60; 


401 


94 


20 


42 

! j55 68 

.. lii.t. iM.ijll, tii . 


106 


122 


135 ■'66 


198 


272 

214 230 242 259 ! 282 


T-*! r ‘| j - T -Vt f T -Tl I |-1 - 1 — 1 - ^ ■1-r- T 

m/z-> 40 60 80 100 120_140 160 180 200 220 240 260 280 


303 

__L_ 


300 


Abundance 

80 

60 

40 

20 


82 


42 


55 68 


#29: COCAINE 


182 

I 


94 


105 


M 


122 


135 166 


198 


-tv 


214 


272 


303 


244 259 i 


mlz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


761225.D Tue Jan 31 11:35:57 2012 


Page 3 


Corbett email PRR 000797 











Area Percent / Library Search Report 


Information from Data File; 

Pile Name : F:\Q4-2010\SYSTEM7\12_16_10\761226.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 16:38 

Sample Name 

Submitted by : ASD 

Vial Number : 26 

AcquisitionMeth; DRUGS.M 

Integrator : RTE 


Abtmctance TIC: 761226.D\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

3 . 886 

1178873 

11.91 

13.52 

4,723 

8720125 

88.09 

100.00 


761226,D Tue Jan 31 11:36:02 2012 


Page 1 


Corbett email PRR 000798 





Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12_16_10\761226.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 16:38 

Sample Name : 

Submitted by : ASD 
Vial Number : 26 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C: \Database\PMVJ_T0X2 . L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\KIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 


Abundance Average of 3.849 to 4.061 min.: 761226.D\dafa.ms (-) 



Abundance #59447: lmidazo[2,1-b]ihiazole, 2,3,5,6-tetrahydfo-6-phenyi-, (S)- 



761226.D Tue Jan 31 11:36:02 2012 Page 2 


Corbett email PRR 000799 







Area Percent / Library Search Report 


Information from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SySTEM7\l2__16_10\761226 .D 
KAC 

16 Dec 2010 16:38 


26 

DRUGS.M 
RTE 


Search Libraries; 


C:\Database\SLI. L 
C:\Database\NIST05a.L 
C:\Database\PMW TOX2,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


C:\Database\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 



f 

18< 


94 


42 



,55 68 

h lifAtl rfl.l. 

1 ' 

^4^ 

122 

08 I 162 166 I 


65 68 i I 11 i08 i i j 272 

h Jill .(L, ,|J| li li ,,, 138 I i 214226 243 258 1 290 , 355 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

Abundance #29: COCAINE 


55 66 I t08 162 166 272 i 

n i. -Li-!i ,1 . liM , L J, 135 J, 166 J' j 214 244 259 I 

U ! I ' ' ' I ' ’ ' ' ! rr-r*l-rVri"5"1 I I V| I I'l l I l‘l I I I I I < I I I I I I I r r T-nr-r 1 n-prr- t- pr-r-,-T-p1-m-|-r-r-r-ry-n 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


761226 .D 


Tue Jan 31 11:36:03 2012 


Page 3 


Corbett email PRR 000800 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator r 


Data File: 

F:\Q4-2010\SYSTEM7\12_16_10\761227.D 

KAC 

16 Dec 2010 16:50 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance TIC: 761227.D\<iata.ms 



Ret, Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761227.D Tue Jan 31 11:36:07 2012 


Page 1 


Corbett email PRR 000801 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File; 

F; \Q4-2010\sySTEM7\l2_16__10\761228 .D 
KAC 



28 

DRUGS . M 
RTE 


Abundance 

6000000 

4000000 


TIC: 761228.D\da{a.ms 


4.723 


2000000 

O' 

Time-> : 

3.886 

M 


2.00 

2,50 3,00 3.60 4.00 4.60 

1 1 : - T rD-p-r-r-r-p-r 

6.00 

T-Ti p 1 1 » p T-r-r-pr-T-T-i-i-r-T-T-r-yT-TT i p t i ^ 

6.50 7.00 7.50 8.00 8.50 9.00 9.60 

Ret. Time 

Area 

Area % 

Ratio % 

3 , 886 

4 . 723 


1260547 12.26 

9020787 87.74 

13.97 

100.00 


761228. D Tue Jan 31 11:36:13 2012 


Page 1 


Corbett email PRR 000802 







Area Percent / Library Search Report 


Information from Data File: 

File Name : P;\Q4-2010\SYSTEM7\12_16_10\761228.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 28 

AcquisitionMeth: DRUGS.M 
Integrator : rte 



Search Libraries; 


PK# 


RT 


C;\Database\SLI. L 
c:\Database\NIST05a.L 
C:\Database\PMW T0X2.L 


Minimum Quality; 80 
Minimum Quality; 80 


Library/ID 


CAS# 


Qual 


3.89 C:\Database\NIST05a.L 

Imidazo[2, 1 -b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2, 1 -b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 

80 

60 

40: 

20 


01 - 


Average of 3.844 to 4!056 min.: 76i228.D\d'afa.iDS (-) 
148 


204 


73 


61 


41 

'll I, 


63 

I 


40 


60 


101 121 


89 


m/z-> 20 

Abundance 

j 

80^ 

60 

40 
20 

0^1 T-j-r-T-T- 

m/z-> 20 40 60 


176 


...III. 1 .59 I. 187 J!J, 245 281 

~ ‘ 1 ' ' ' ' I ‘ ^ n ' ' I ' ' ' ' . T ' l T-v I - n - T T -| ' r T - 1 . i -p r -r i > i i 

80 100 120 140 160 180 200 220 240 260 280 


#59447: lmidazo[2,1-b]thiazole, 2,3,5,6-tetrahydro-6-phenyl-. (S)- 

148 204 


73 


51 


28 39 


63 


101 


89 


121 


iniii 


.131 

T4%-r 


176 

158 ,1 189 I 

» I ' ' i ' ^ I i-r 


80 100 120 140 160 180 200 220 240 


' ' ' ' t ' 
260 280 


761228.D Tue Jan 31 11:36:13 2012 


Page 2 


Corbett email PRR 000803 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q4-2010\SYSTEM7\12_16_10\761228.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 28 

AcquisitionMeth: DRUGS.M 
Integrator : rte 



Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C;\Datafoase\PMW TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4.72 C:\Database\SLI,L 
COCAINE 


000050-36-2 


99 


Abundance 

80 
60 
40 

20 

0 

m/z-> 40 

Abundance 

80 i 
60 

40 

20 

O' 


Average of 4.665 to 4.839 min.: 761228.D\dat8;ms (-) 
1^2 



,56 68 

.ll. 

JiJ 


r-r-f r-TT 

60 

80 


s; 

2 


303 


42 


55 68 


140 J60 180 

#29: COCAINE 

182 


rr-r-T-r^ 
200 220 


272 

230 242 259 | 282 ^ 


■lA 


240 260 280 300 


94 


105 


122 


m/z-> 


40 


60 


80 


100 


1' ' > ' ' ‘1 ' ' 

120 140 


135 

J. .. I, , 


198 


n“ 

160 


180 200 220 


214 

' I 


272 

244 259 I 

' I ' r r-' I ' I I' I ' r-r 

240 260 280 300 


303 

I 


761228 .D 


Tue Jan 31 11:36:14 2012 


Page 3 


Corbett email PRR 000804 






Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-2010\SYSTEJvi7\12 16 10\761229.D 
KAC 

16 Dec 2010 17:15 


29 

DRUGS.M 
RTE 


Abundance 

6000000 

1 

4. 

TIC: 761229.D\data.ms 
'23 

4000000 





2000000 


3.886 

1 ! 



0 





Tinie-> 2.00 2.60 

3.00 3.50 4.00 4.50 

1 > ‘ r | r-rT-T-| r T 

5.00 5.50 6.00 

' ' i ' ' ' ' 1 ' ' > ' 1 =-TT-T7-n ■. -r-pr-n r p-TI-T | . i > r 

6.50 7.00 7.60 8.00 6.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.886 

4,723 


1152362 

8168720 

12.36 

87.64 

14.11 

100.00 


761229,D 


Tue Jan 31 11:36:18 2012 


Page 1 


Corbett email PRR 000805 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761229.D 

Operator ; KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 29 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 



Search Libraries; C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW TOX2.L 


PK# RT 

Library/ID 


CAS# 

Qual 

1 3.89 

C:\Database\NIST05a.L 
Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

99 


Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 


Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 


Abundance 

j 

80 i 
60 
40 
'20 
0^ 

m/z--> 

Abundance 

80 

60 

40 

20 

0 ' 


Average of 3.833 to 4.082 min.: 761229.0\data.ms (-) 
148 


204 


73 


51 

-d hlL 


101 121 


89 


20 40 60 80 


134 


176 

159 I 187 


100 120 140 160 


246 281 297 

' I • ■ ■ ’ r * " ' ‘ •''[• ' ‘ T-r T ’; . ' I ' ' ' M 

180 200 220 240 260 280 


#69447: lmic}azoE2,1-bjthiazoIe, 2,3.5,6-teffahydro-6-phenyl-, (S)- 
148 204 


73 


51 

28 39| j , : 

15 A hi I, liilJ.gfl J'!;! 


101 


89 


121 


m/z-> 


20 40 


m 

I I I r r 


176 
160 J 189 


■pi—n—f—rrr 


60 80 100 120 140 160 180 200 220 240 260 280 


761229.D Tue Jan 31 11;36;19 2012 


Page 2 


Corbett email PRR 000806 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12__16_10\761229.D 

Operator ; KAC 

Date Acquired : 

Sample Name : 

Submitted by ; ASD 
Vial Number : 29 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C;\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


CAS# Qual 


Minimum Quality: 80 
Minimum Quality; 80 



Abundance . #2'9: COCAINE 


I 



761229.D Tue Jan 31 11:36:20 2012 Page 3 


Corbett email PRR 000807 







Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\12__16_10\761230.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


30 

DRUGS . M 
RTE 


Abundance 


6000000 


4000000 


2000000 

3.886 

1 

O' 

1 

1—1 k i j 1 1 1 i E E I 1 1 1 ; 1 ; 1 1 


TIC: 761230.D\data.ms 


4.123 


( I I i I I [ I ^ 1 ^ I I I i I I I E I I I > j J I I I — I— rn — i — i j i j i i i i~| — r'l— t'i ’j't "r 

Time-> 2.00 2.60 3.00 3.60 4.00 4.60 5.00 6.50 6.00 6.60 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

1214258 

12.28 

14.00 

4.723 

8672038 

87.72 

100.00 


761230 .D 


Tue Jan 31 11:36:26 2012 


Page 1 


Corbett email PRR 000808 


Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16 10\761230.D 
KAC 

16 Dec 2010 17:28 



DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C;\Database\PMW TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# RT Library/ID 

CAS# 

Qual 


3.89 C;\Database\NIST05a.L 

Imidazo[2, 1 -b]thiazole, 2 , 3 , 5 , 6 -tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2, 1 -b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


mlz-> 20 
Abundance 


Average of 3.844 to 4.082 min.: 761236.D\data.ms (-) 
148 


204 



176 I 

1.59 .1.^,. 


245 


281 


120 140 _ 160 180 200 220 240 260 260 


#59447: lmidaHo[2,l-b]thiazole, 2,3,5,6-letrahydro-6-phenyl-, (S)- 

148 204 


m/z-> 



176 

158 ,1 189 I 


120 140 160 180 200 220 240 260 280 


761230. D Tue Jan 31 11:36:26 2012 


Page 2 


Corbett email PRR 000809 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-2010\SYSTEM7\12__16_10\761230 .D 
KAC 

16 Dec 2010 17:28 


30 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW TOX2.L 

Minimum Quality 
Minimum Quality 

; 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


4.72 C;\Database\SLI .L 
COCAINE 


000050-36-2 


99 


42 


Abundance 

80 
60 

40 

20 

oi 

m/z-> 40 

Abundance 

80 

60 

40 

20 

0 

m/z-> 


8i2 


,56 68 

Milili i.lj-l 


Average of 4.659 to 4.882 min.: '76l230.D\dala.ms (-) 
1^2 


94 


106 


122 


140 ^66 


60 


80 100 120 


140 160 

#29; COCAINE 


r 272 

1 208 223 243 260 I 289 

' j" ^ f I > 1 I j t I ) 1 [ I p I , ■■f - i . I .r" i . I " 

180 200 220 240 260 280 


303 


300 


182 

I 


94 


105 


42 


I 






,55 68 

ii|, Jilljt J 

J 



122 

166^ 

198 

1, 1 214 

272 

244 259 [ 

303 


40 


60 80 100 120 140 160 180 200 220 240 260 280 


' ' ' r 
300 


761230.D Tue Jan 31 11;36;27 2012 


Page 3 


Corbett email PRR 000810 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q4-2010\SYSTSM7\12_16_10\761231,D 

Operator : KAC 

Date Acquired : 16 Dec 2010 17:41 

Sample Name : 

Submitted by : ASD 
Vial Number : 31 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 



Ret, Time 

Area 

Area % 

Ratio % 

3 . 886 

1186337 

13.41 

15.49 

4.723 

7659730 

86.59 

100.00 


761231.D Tue Jan 31 11:36:31 2012 Page 1 


Corbett email PRR 000811 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F; \Q4--2010\SYSTEM7\12_16_10\761231 .D 

Operator : KAC 

Date Acquired : 16 Dec 20X0 17:41 

Sample : 

Submitted by : 

Vial Number : 31 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PKil RT Library/ID CAS# Qual 


1 3.89 C;\Database\NIST05a.L 

Imidazol2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 97 



761231.D Tue Jan 31 11:36:32 2012 Page 2 


Corbett email PRR 000812 













Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761231.D 

Operator ; KAC 

Date Acquired : 16 Dec 2010 17:41 

Sample Name 

Submitted by 

Vial Number ; 31 

AcquisitionMeth; DRUGS,M 

Integrator : RTE 


Search Libraries: C:\Database\SLr,L 

C:\Database\NIST05a.L 
C: \Database\PMW__TOX2. L 

PK# RT Library/ID 


2 4.72 C;\Database\SLI.L 

COCAINE 


Minimum Quality; 80 
Minimum Quality: 80 


CAS# Qual 


000050-36-2 99 



AOundancQ #29: COCAINE 


8 ^ 



761231.D Tue Jan 31 11:36:33 2012 


Page 3 


Corbett email PRR 000813 







Area Percent / Library Search Report 


Information from Data File; 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761232,D 
KAC 

16 Dec 2010 17:53 


32 

DRUGS.M 
RTE 


Abundance 

6000000 


4000000 


2000000 


O' 


3.886 


TIC: 761232.D\dat8.ms 


4.723 


“r 


T)me-> 2.00 2.50 3,00 3.50 4,00 4.60 5.00 5.50 6.00 6.50 7.00 7.60 8.00 8.50 9.00 9,60 


Ret. Time 

Area 

Area % 

Ratio % 

3 , 886 

1089421 

12.60 

14.42 

4.723 

7554651 

87.40 

100.00 


761232 . D 


Tue Jan 31 11:36:39 2012 


Page l 


Corbett email PRR 000814 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761232.D 
KAC 

16 Dec 2010 17:5 3 

32 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a,L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PKtf RT Library/ID 

CAS# 

Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 

80 

60 

40 

20 


0 


T' 


m/7.-> 20 

Abundance 

80 

60 

40 

20 

. 0 


Average of 3.849 to 4.040 min.; 761232.D\data.ms (-) 
148 


204 


73 


101 


51 




89 


121 


135 


176 
159 i 18 7 


‘r-nr-i ' ' !■ I I 


245 


261 297 


T 


40 60 80 100_120 140 160 180 200 22 0 240 260 280 

#59447: Imida2o[2,1-bllhiazole, 2,3,5,6-tetrahydfo-6-phenyl-, (S)- 
148 204 


73 


lot 


51 


89 


28 39 I 


15 


121 


132 


176 

160 189 I! 




i-T-i“r-p 


m/z-> 


20 40 


60 80 100 120 140 160 180 200 220 240 260 280 


761232 . D 


Tue Jan 31 11:36:40 2012 


Page 2 


Corbett email PRR 000815 








Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\Q4-2010\SYSTEM7\12_16_10\761232.D 

Operator : KAC 

Date Acquired :^16^Dec2010^17:53 

Sample 

Submitted by : ASD 

Vial Number : 32 

AcqaiisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 to 4.882 min : 761232.D\data.ms (-) 



761232,D Tue Jan 31 11:36:40 2012 Page 3 


Corbett email PRR 000816 





Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q4-2010\SYSTEM7\12 16 10\761234,D 

Operator : 

KAC 

Date Acquired : 

16 Dec 2010 18:18 

Sample Name : 

BLANK 

Submitted by ; 

Vial Number : 

1 

AcquisitionMeth; 

DRUGS.M 

Integrator : 

RTE 


Abundance TIC: 761234.DWata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761234,D Tue Jan 31 11:37:00 2012 


Page 1 


Corbett email PRR 000817 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM7\12_16_10\761235.D 
KAC 

16 Dec 2010 18:31 

COCAINE STD 

35 

DRUGS,M 
RTE 


Abundance 


1000000 


500000 


TIC: 761235.D\data.ms 


4,t07 


OV 




T 


~r 


Time-> 2.00 2,60 3,00 3.60 4.00 4-60 6.00 5.50 6.00 6.50 7,00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.707 

1185118 

100.00 

100.00 


761235 .D 


Tue Jan 31 11:37:05 2012 


Page l 


Corbett email PRR 000818 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q4-2010\SYSTEM7\12_16_10\76123S.D 

KAC 

16 Dec 2010 18:31 

COCAINE STD 

35 

DRUGS.M 
RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: XDatabaseXPMl-/ TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4.71 C:\Database\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 

80 

60 

40 

20 




42 


! 65 67 

0‘i ' i ' 


Average of 4.665 to 4.802 min.; 761235.0\dara.ms (-) 
182 


94 


106 


122 


138 


152 


166 


-rVr-ri 


303 


272 I 

i 208 222 242 260 i 288 

- . - vv i- , rtl" T - r V 


m/z-> 40 60 80 100 120 140 180 200 220 240 260 280 300 


Abundance 

80 

60 

40 

20 


&J2 


i 42 


55 68 

.,1^ 


#29; COCAINE 


182 


94 


105 


122 


135 166 


198 


214 


"T—n—1— r~ 


244 259 


272 


303 


m/ 2 -> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


761235.D Tue Jan 31 11:37:05 2012 


Page 2 


Corbett email PRR 000819 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F: \Q4-2010\SYSTEM7\12__16__10\761236 .D 
KAC 

16 Dec 2010 18:44 

BLANK 
ASD 
1 

DRUGS.M 
RTE 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761236.D Tue Jan 31 11:37:10 2012 


Page 1 


Corbett email PRR 000820 







Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\12_16_10\761237.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 37 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 





'too 0000; 

3000000 I 


4.718 


TiC: 761237.D\data.ms 


2000000 


1000000 

3.886 

i 

. 

0 

Time--> 

2.00 2.50 

3,00 3.50 4.00 4.50 

' T I ' 

5.00 

5.60 6.00 

-n-pi 5 J 1 r n ^ I 1 1 1 1 . 1 1 1 f . t 1 . ] 1 > 1 I 1 = I 1 r 

6-50 7.00_7.60 8.00 8.50 9.00 9.50 

Ret, Time 

Area 


Area % 

Ratio % 

3 . 886 


680401 

11.44 

12.92 

4,718 


5264630 

88.56 

100.00 


761237 .D 


Tue Jan 31 11:37:17 2012 


Page l 


Corbett email PRR 000821 





Area Percent / Library Search Report 


Information from Data File; 

File Name : F t\Q4-2010\SySTEM7\12_16_10\761237.D 

Operator : KAC 

Date Acquired : 56 

Sample Name : 

Submitted by : 

Vial Number : 37 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality; 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMVJ_TOX2 . L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.839 to 4.045 min.: 761237,DWata.ms (-) 



Abundance #69447: lmidazo[2,1-b]lhiazole, 2,3,6,6-tetrahydfo-6-phenyl-, (S)- 



761237,D Tue Jan 31 11:37:17 2012 Page 2 


Corbett email PRR 000822 



Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761237.D 

Operator ; KAC 

Date Acquired |^16^Dec2010^18j5^^^ 

Sample Name 
Submitted by 
Vial Number : 37 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


2 4.72 C;\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.675 to 4.834 min.: 76i237.D\data.nis {-) 



Abundance #29: COCAINE 



761237.D Tue Jan 31 11:37:18 2012 Page 3 


Corbett email PRR 000823 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SySTEM7\l2_16_10\761238.D 

KAC 

16 Dec 2010 19:09 


38 

DRUGS.M 
RTE 


Abundance 


TIC: 761238.D\ciata,ms 


: 4.I 

'17 

SOOOOOOi 


4000000 



3000000- 



2000000 



1000QOO; 

3.886 

1 


0- 

Time--> 

1 i 

j 

I 1 1 T—I i 1 r ■ 1 1 I 1 i T I I-j--! 1 r'l^'»-r' I r -pro 

2,00 2.50 3.00 3.60 4.00 4.60 

t f 1“ 1 j 1 1 r 1 f 1 1 1 1 I 1 1 ■ 1 T 

5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

807037 

11.66 

13.20 

4.717 

6116174 

88 .34 

100.00 


761238.D Tue Jan 31 11:37:24 2012 


Page 1 


Corbett email PRR 000824 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F; \Q4-2010\SYSTEM7\12__16„10\761238 .D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 38 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 



Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C;\Database\PMW_T0X2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


3,89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 

80 

60 

40 

20 

0 

m/z--> 

Abundance 

80 

60 

40 

20 

0 


-r-p,- 

20 


Average of 3.849 to 4,082 min.; 761238.OWata.rTts (-) 
148 


73 


51 


89 

1 63 


j 

41 J I I 


! ’ 

.ll I I lli l.i.il lill . ! I 

1! 

ll 

r |^"'i "('1 ‘i “j '‘I 

40 60 

-7-y-nr-r 

80 


101 


121 


,1 




131 


204 


176 

158 ,1 187 


245 


100 120 140 160 180 200 220 


240 


T 


ff59447: lmid8zo(2,1-b]thiazoIe, 2,3,5,6-tetfahydro-6-phenyl-, (S)- 

1-^8 204 


73 


51 


28 39 


15 


j)., 


63 


101 


89 


121 


11U 


m/z-> 


20 


40 


131 

i-V 


176 


158 


189 


60 


281 

7“' 


260 280 


80 100 120 140 160 180 200 220 240 260 280 


761238.D Tue Jan 31 11:37:24 2012 


Page 2 


Corbett email PRR 000825 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761238.D 

Operator ; KAC 

Date Acquired : 16 Dec 2010 19:09 

Name : 

Submitted by : 

Vial Number : 38 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance #29: COCAINE 



761238.D Tue Jan 31 11:37:25 2012 Page 3 


Corbett email PRR 000826 









Area Percent / Iiibrary Search Report 


Information from Data File: 

File Name : F;\Q4-2010\SYSTEM7\12_16_10\761239.D 

Operator : KAC 

Date Acquired ; : 21 

Sample ; 

Submitted by : 

Vial Number : 39 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Abundance 

i 

4000000) 

3000000] 

2000000 

1000000 

0 

Ttme-> 


Ret, Time 

Area 

Area % 

Ratio % 

3 , 886 

638292 

11.84 

13.43 

4.717 

4753494 

88,16 

100.00 



2,00 2.50 3.00 3.50 4.00 4,50 5.00 5.50 6.00 6.60 7.00 7.50 8.00 8.50 9.00 9.50 


TIC: 761239.D\dala.ms 

4.717 


761239.D, Tue Jan 31 11:37:29 2012 Page 1 


Corbett email PRR 000827 






Area Percent / Library Search Report 


Information from Data File; 

File Name : F ; \Q4 -2010\sySTEM7\l2__16___10\761239 . D 

Operator : KAC 

Date Acquired : 16 Dec 2010 19:21 

Sample Name . 

Submitted by ; 

Vial Number : 39 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NlST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b}thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3!817 to 4.034 min.: 761239.D\data.ms (-) 

I 148 



Abundance #59447: lmidazo[2,1-b]thiazole, 2,3,5,6-tetrahydfo-6-phenvl-, (S)- 



761239,D Tue Jan 31 11:37:30 2012 Page 2 


Corbett email PRR 000828 







Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q4-2010\SYSTEM7\12_16_10\761239.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 19:21 

Sample Name 
Submitted by 
Vial Number : 39 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C;\Datataase\SLI.L Minimum Quality; 80 

C;\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



Abundance Average of 4.670 to 4.855 min.: 761239.D\dala.ms (-} 



Abundance 


#29: COCAINE 



761239,D Tue Jan 31 11:37:31 2012 Page 3 


Corbett email PRR 000829 









Area Percent / Library Search Report 


Information from Data File: 

File Name ; F ; \Q4-2010\SySTEM7\12__16_10\761240 .D 

Operator ; KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 



Abundance 


6000000 


4000000 


2000000 


0 


TIC: 761240.D\data.ms 


4-?23 


3.886 


r'y“r"T"Th^ 








v 


“T 


Tjme-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 6.60 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

3 , 886 

1280959 

12.25 

13.96 

4 . 723 

9173996 

87.75 

100.00 


761240.D 


Tue Jan 31 11:37:36 2012 


Page 1 


Corbett email PRR 000830 




Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F;\Q4-2010\SYSTEM7\12_16_10\761240.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 40 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 



Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
lmidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


Average of 3.838 to 4.024 min.: 76i24d.O\data.ms (-) 
1|8 



m/z-- 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 


761240,D Tue Jan 31 11:37:36 2012 


Page 2 


Corbett email PRR 000831 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4~2010\SYSTEM7\12_16_10\761240.D 

Operator : KAC 

Date Acquired ; 16 Dec 2010 19:3 4 

Sample Name : 

Submitted by : 

Vial Number : 40 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.670 So 4,850 min.; 761240.D\dala.rns (-) 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance #29: COCAINE 

T 



761240.D Tue Jan 31 11:37:37 2012 Page 3 


Corbett email PRR 000832 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM7\1216_10\761241.D 
KAC 

16 Dec 2010 19:47 


41 

DRUGS.M 
RTE 


Abundance 


TIC: 761241.D\dala.nis 

4,t17 


4000000 

3000000 

2O0000O 


1000000 


0 

T!me-*> 


3.886 


Vj--f--i--r-T-j--r-i--r-T--f-T--i--r-T-j-T--r-T'*)--r--r-r-v-T--f--r+V-r-f--r-r-T-T--f--r-i-T-T-f i-T-T-V(-m : I i i | i ' ' i | i t i i ( i > i ' | i i-TT-p-l-r-T 

2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

718806 

12.43 

14.19 

4.717 

5065705 

87.57 

100.00 


761241 .D 


Tue Jan 31 11:37:41 2012 


Page 1 


Corbett email PRR 000833 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16__10\761241.D 

Operator : KAC 

Date Acquired 4 7 

Sample 

by 

Vial Number 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.828 lo 4.013 min.: 761241.D\data.ms (-) 



Abundance S59447: lmidazo[2,1-bJlhiazole, 2,3.5,6-teffahydfo-6-phenyl-, (S)- 




761241.D Tue Jan 31 11:37:42 2012 Page 2 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


Corbett email PRR 000834 








Area Percent / Library Search Report 


Information from Data Pile; 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761241.D 

Operator : KAC 

Date Acquired : 16^Dec2010^19j47 

Sample Name : 

by : 

Vial Number : 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI,L 

COCAINE 000050-36-2 99 


Abundance Average of 4,676 to 4.866 min.: 761241.D\<Jata.ms (-) 



761241.D Tue Jan 31 11:37:43 2012 Page 3 


Corbett email PRR 000835 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F;\Q4-2010\SYSTEM7\12_16_10\761242.D 
KAC 

16 Dec 2010 19:59 

BLANK 
ASD 
1 

DRUGS , M 
RTE 


Abundance TIC; 761242.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761242.D Tue Jan 31 11:38:06 2012 


Page l 


Corbett email PRR 000836 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SySTEM7\12_16_10\761243.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 43 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 



Abundance 


TIC: 761243.D\daia.ms 


4000000 

3000000 

2000000 

1000000 

0 

Tinie-> 


4.' 

'18 

3.886 

i 



' S" T • V r ~r-T ( 1 1 I > I 1 1 1 1 < h I 1 i‘ r‘T’'T"T"r'vr'T"T'""rT i i i i I 'l i i i f i i i i > i r i r 


2.00 2.60 3.00 3.50 4.00 4.50 5.00 6.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


3 . 886 

671194 

11.10 

12.48 


4.718 

5377151 

88.90 

100.00 



761243 .D 


Tue Jan 31 11:38:10 2012 


Page l 


Corbett email PRR 000837 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEMI7\12_16_10\761243.D 

Operator : KAC 

Date Acquired ; 

Sample Name : 

Submitted by : ASD 
Vial Number : 43 

Ac quisitionMe th; DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NrST05a.L Minimum Quality; 80 

Ct\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3,89 C;\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 


Abundance Average of 3,849 to 4,024 min,: 761243,DWata.rns (-) 



m/z--> 10 20 30 40 50 60 70 80 90 100 110 120 130140 150 160 170 1 80 19 0 200 210 220 230 240 

Abundance #59447: lmidazo|2,1-bithiazoie, 2,3,5,6-letrahydro-6-phenyl-, (S)- 
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Corbett email PRR 000838 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16__10\761243.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number ; 43 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4.72 C:\Database\SLI.L 
COCAINE 


000050-36-2 


99 


Abundance 


I' l i 'j i I ^ r f > f ' t 'i j I ' l 1 I I I r} I I T-i I ' l- Ti T} " fT ' i ' r t Vf ‘ I t i ' rp i 

m/z-> ) 100 120 140 160 180 200 220 240 260 280 300 320 


Abundance 



Average of 4.670 to 4.871 min.: 761243.D1dafa.ms {-) 
182 


122 


135 ^ 166 


198 


303 


272 

223 242 259 i 288 


355 


340 


#29: COCAINE 


182 


122 


135 152 166 I I 214 

i' l .y i T-i-yi r i‘Hr-j"it-|-r i I t I I I I I I I — 


198 


244 259 


272 


303 


I ' ‘ " I ' ‘ ' ' '‘ n T-T-i-ry -hT-^T-pi-T 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


340 


761243 .D 


Tue Jan 31 11:38:11 2012 


Page 3 


Corbett email PRR 000839 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F; \Q4-2010\SYSTEM7\12_16_10\761244,D 
KAC 

16 Dec 2010 20:24 


Vial Number 
AcquisitionMeth 
Integrator 


44 

DRUGS . M 
RTE 


Abundance TIC: 761244.D\data.nris 



4.' 

'17 

6000000 

4000000 



3000000 



2000000 



1000000 

3,886 


0 

Time--> 

i 


’T" r} i"jT "n j j i i i r ^ i i i t j i i 

2.00 2.50 3.00 3.50_ 4.00 4,60 

T T r'T'yr'i •y-f-i—j-r-y-T—rx*ic‘j*T**rT“r"|-T**r*r*T*j*T**r*r*r*y“i"T": s pi i u ! ] i~i i r- 

6.00 5.50 6.00 6,50 7.00 7.60 8.00 8.50 9.00 9,50 


Ret. Time 

Area 

Area % 

Ratio % 

3.886 

793434 

12.07 

13.73 

4.717 

5777577 

87.93 

100.00 


761244.D Tue Jan 31 11:38:16 2012 


Page l 


Corbett email PRR 000840 





Area Percent / Library Search Report 


Information from Data File: 

File Name ; F; \Q4--2010\SYSTEM7\12_16_10\761244 .D 

Operator : KAC 

Date Acquired : 16 Dec 2010 20:24 

Sample Name : 

Submitted by : ASD 
Vial Number : 44 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.817 to 4,040 min.: 761244.D\da{a.ms (-) 
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Corbett email PRR 000841 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761244.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 20: 24 

Sample Name : 

Submitted by ; ASD 
Vial Number : 44 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.72 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.664 to 4,855 min.: 761244.D\data.ms (-) 



Abundance #29: COCAiNE 



761244.D Tue Jan 31 11:38:17 2012 Page 3 


Corbett email PRR 000842 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\12_16_10\761245.D 

KAC 

16 Dec 2010 20;37 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


Abundance TIC: 761245.0\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


761245,D Tue Jan 31 11:38:35 2012 


Page 1 


Corbett email PRR 000843 










Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\12_16_10\761246.D 

Operator ; KAC 

Date Acquired 

Sample Name 

Submitted by : 

Vial Number ; 46 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

G:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.89 C:\Database\NIST05a.L 


Imidazo 

[2, 

1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 

Imidazo 

[2, 

1-b]thiazole. 

2,3,5,6-tet 

006649-23-6 

97 

Imidazo 

[2, 

1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

97 



Abimdance #59447: lmidazo[2,1-b]thiazcile, 2,3,5,6-telfahydro-6-phenyl-, (S)- 

! 148 204 

I I I 
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Corbett etnaiI PRR 000845 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F ; \Q4 •-2010\SYSTEM7\12_16_10\761246 , D 

Operator : KAC 

Date Acquired : 16 Dec 2010 20:50 

Sample Name : 

Submitted by ; ASD 

Vial Number : 46 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.71 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.676 to 4.839 min.: 761246.D\data.ms (-) 



m/z-> 40 60 80 100 120 140 ,160 __ 180 200 220 240 260 280 300 


761246.D Tue Jan 31 11:38:41 2012 Page 3 


Corbett etnaiI PRR 000846 






Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by ; 
Vial Number ; 
AcquisitionMe th; 
Integrator ; 


Data File: 

F:\Q4-2010\SYSTEM7\12_16_10\761248,D 
KAC 

16 Dec 2010 21:15 

BLANK 

2 

DRUGS.M 
RTE 


Abundance TIC: 761248.D\da{a.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


761248.D Tue Jan 31 11:38:46 2012 


Page 1 


Corbett email PRR 000847 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4”2010\SYSTEM7\12_16_10\761249.D 
KAC 

16 Dec 2010 21:28 

COCAINE STD 

49 

DRUGS.M 
RTF 


Abundance 

1000000 ! 


TIC: 761249.D\data.ms 

4.-?07 


500000 


Time”> 


O'f I r h Th I 1 r-nr-r|-T-T-T-T--p-1--T'T-7"pf-t-t-f-r-l In T f r-rTnr|- I j I I I t I 1 

2.00 2.50 3.00 3.50 4.00_ 4.60 6.00 5,50 6.00 6.60 _7.00 7.50 


I I T I ■T -T-i- r -|-T " r "r - r"|" T " T "r - v ] - r " T "T -r 

8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.707 

1182652 

100.00 

100.00 


761249.D Tue Jan 31 11:38:50 2012 


Page 1 


Corbett email PRR 000848 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\12__16_10\761249.D 

Operator : KAC 

Date Acquired : 16 Dec 2010 21:28 

Sample Name : COCAINE STD 

Submitted by ; 

Vial Number : 49 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.71 C:\Database\SLl.L 

COCAINE 000050-36-2 99 


Abundance #29: COCAINE 
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Corbett email PRR 000849 







